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NEWS 


Contaminated  water  from  Gold  King  Mine  accident  hits  Durango 


The  Denver  Channel 

A team  from  the  EPA  and  State  Division  of  Reclamation,  Mining  and  Safety  team  were  investigating 
contamination  at  the  Gold  King  Mine  in  San  Juan  ... 

EPA  Causes  Massive  Spill  of  Mining  Waste  Water  in  Colorado.  Turns  Animas  River  Bright  Orange  - 
Newsweek 

Why  Was  The  Environmental  Protection  Agency  Messing  With  A Mine  Above  Silverton?  - KUNC 
EPA  crew  accidentally  turns  Animas  River  orange  - CNN 

Full  Coverage 
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Catastrophe  on  the  Animas 


Cortez  Journal 

It's  scary,”  said  Corrie  Downing,  who  went  to  the  32nd  Street  put-in  to  see  the  plume  of  Gold  King  Mine  waste 
as  it  makes  its  way  toward  town. 
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WEB 


G ’ old  King  Mine 


Colorado  Public  Radio 

Gold  King  Mine.  How  Did  EPA  Trigger  A Million-Gallon  Spill  Of  Mine  Waste  Water  Near  Silverton?  By  Grace 
Hood  Aug  7,  2015  News.  Southwestern  ... 
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